RESULT OF OPERATION FOR CANCER OF PENIS. 
By NATI-IAN RAW, M.D., 

OF LIVERPOOL, 

MEDICAL SUPERINTENDENT MILL ROAD INFIRMARY. 

Peter S., aged thirty-nine, was admitted into the Mill Road 
Infirmary on July n, 1899, under my care suffering from exten¬ 
sive cancer of the penis and scrotum. He is a strong, muscular 
man, but much wasted. He states he has never been able to 
completely draw back his prepuce. Has never bad any venereal 
disease. Twelve months ago he noticed a small warty growth 
on the tip of his glans, which slowly enlarged and spread up the 
body of his penis; it has grown rapidly during the last three 
months. 

On examination, the whole of the penis seems to be replaced 
by a large, warty, irregular ulcerating growth, which has ex¬ 
tended to the pubes and downward on to the centre of the 
scrotum. (Fig. 1.) The edges are hard and indurated, and the 
base is irregular and covered with grayish granulations which 
bleed readily. The edges are everted. From the surface of the 
growth exudes a clear, sanious, offensive discharge. The glands 
in the right inguinal region arc enlarged and very tender. He 
has no control over his urine, which simply trickles constantly 
over this ulcerating surface. 

Operation, August 14, / 5 pp.—The urethra was first of all 
exposed as far back in the perineum as possible and divided, the 
proximal end being stitched to the skin by four silk sutures. 

Incisions were then made in both inguinal regions and 
through the skin, completely encircling the root of the penis down 
to the pubic arch. The spermatic cords were then both divided, 
and the whole of the penis and scrotum removed “ on masse” 
with the exception of the skin of the lower quadrant of the 
scrotum, which was healthy. It was found that although the penis 
was removed at the level of the abdomen, it was still cancerous; 
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consequently, a deeper dissection was made and each crus was 
detached from its corresponding pubic ramus and cut off. Every¬ 
thing then appeared to be healthy; the bleeding was easily con¬ 
trolled, and the skin of the lower part of the scrotum was drawn 
up and united to the abdominal skin. A soft catheter was passed 
through the new opening into the bladder and the wound ac¬ 
curately sewn up with silk sutures. The operation lasted forty 
minutes, and the patient rallied well. 

1 he wound healed by first intention; he passed urine 
through the catheter for twenty-four hours, when it was removed, 
and he afterwards passed it voluntarily and with complete control 
of his bladder. 

He left the hospital a month afterwards quite recovered and 
with complete control of his urine. 

April iz, 1900 .—He was inspected to-day, eight months after 
operation; there is no sign of recurrence (Fig. 2); lie has gained 
four stones in weight, and he is following his usual employment. 

Microscopically, the growth was an epithelioma. 



